UNITED STATES DEPARTMENT OF AGRICULTURE CASE NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

PA 150004 

OFFICIAL WARNING violator 

Customer# 325792 
Certificate# 23-A-0532 
Jesse Zook 

ADDRESS (Street, City, State, Zip Code) 

VIOLATION OF FEDERAL REGULATIONS 

2279 White Oak Road 
Strasburg, PA 1 7579 



The Department of Agriculture has evidence that on or about April 3, 2014, June 10, 2014 and 

September 1 1, 2014 you or your organization committed the following violation of Federal Regulations: 

9 CFR, SECTION Failure to 

3.31(a)(1)(b) • (a)(1) Primary enclosures shall be cleaned and sanitized often 

enough to prevent an accumulation of excreta or debris. 

(b) Premises (buildings and grounds) shall be kept clean and 
in good repair in order to protect the animals from injury and 
to facilitate the prescribed husbandry practices set forth in 
this subpart. Premises shall remain free of accumulations of 
trash. 

(Guinea Pig primary enclosures are not being cleaned adequately or 
often enough to remove accumulations of dust, dirt, cobwebs, soiled 
bedding, and debris.) 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and 
diseases and assure the humane treatment of animals. Since violations of the regulations can have serious and costly 
impact detrimental to the public interest, you are warned of this violation. Any further violation of these regulations may 
result in the assessment of a civil penalty or criminal prosecution. If you have any questions concerning this warning or 


violation, please contact the listed APHIS Official. 
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920 Main Campus I)r., Suite 200 
Raleigh, NC 27600 

TELEPHONE NO. AC (919) 855-7100 



APHIS FORM 7060 Previous editions may be used 

(JUN 91 ) PART 1 - VIOLATOR 


An Equal Opportunity Provider and Employer 







